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October 28, 1993 

VIA FACSIMILE 

Mr. John H. Bass 
Reddie & Grose 
16 Theobalds Road 
London WC1X 8PL ENGLAND 



Dear John: 


In response to your letter of August 4 to Marta Gross, we would be 
content with a claim limited to heat sources useful in smoking articles. 

Sincerely, 


JES/ch 




E. Schardt 
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Source: https://www.industrydocuments.ucsf.edu/docs/kypjOOOO 



